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Shop # Customer Name : Catalog # 

Tech's initials : Date : Serial # 

Done N/A Bulletin Description Part # / Description 

[_] [_] III:3 FDC alignment for old FDC PCB 

[_] [_] III:4 Correct random characters on power up NY-0450 1.5K ohm res. pack 
[_] [_]**III:5 Mods for "old" FDC logic boards 

[_] [_] III:6 Intermittent operation of FDC board 100 pF cap. 

[_] [_] III:9 Mods for RS-232 and Rev F logic boards 220 pF cap. 


220 ohm 1/4W res. 
MX-3655 cat# 25-3000 
III:10 Correct power-on garbage 
III:14 Drive shielding for RF protection HC-5889 left shield 
HC-5829 right shield 
HC-5871 top shield 
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III:15 Problems caused by lack of washers 
III:17 Improper function of 74LS04 in clock MX-2801 74LS04 IC 
III:19 Replace 74LS157 to help mem problems MX-@522 7415N IC 
III:20 Random FDC problems caused by R4 
III:30 Modifcations to FDC board 
**TII:32 Power supply going into limiting (2) 1K ohm 1/4W res. 
(2) 68 ohm 1/4W res. 
(2) 510 ohm 1/4W res. 
[_] [_] III:33 Problems with gate array drive logic MX-4228 7416N IC 
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NOTE: ** Indicates Mandatory Technical Bulletins 


